OIC ENGINE TESTER 


is 


SUN ELECTRIC CORPORATION 


SCIENTIFIC TESTING 
THE KEY TO SUCCESSFUL, 
PROFITABLE AUTOMOTIVE 
SERVICE... 


Satisfactory performance, economical operation, and dependability, are what every car 
owner desires most regarding the operation of his vehicle. The Automotive Service In- 
dustry, therefore, is obligated to offer and perform all of the services necessary to either 
insure or restore this performance, economy, and dependability. 

It is only logical, that before a service man can begin to perform corrective and mainte- 
nance services, he must have at his disposal factual knowledge as to the vehicle’s actual 
service requirements. As performance, economical operation and dependability of a ve- 
hicle’s power plant depend upon the condition and efficient operation of the Engine, 
Fuel System, Ignition System, Starting, and Charging Systems, any service man would 
be attempting to perform his work blindfolded unless he first obtains the facts as to 
the condition and operating efficiency of the components involved. The quickest and 
most reliable method of obtaining the facts necessary for the service man to determine 
the proper service operations required on any particular vehicle, is through the medium 
of scientific test and service equipment. In every phase of your service operation where 
the facilities of accurate and dependable test and service equipment are utilized, effi- 
ciency and profits will soar. 


e SELLS MORE SERVICE 


Efficient service merchandising is a must in any operation. Test and service 
equipment becomes a valuable tool which assists you in determining which of 
your customer’s vehicles actually require the services you offer. Practically all 
misdirected sales effort can be eliminated. 


e LOCATES TROUBLE QUICKLY 


Each time your service personnel is confronted with a vehicle on which a cus- 
tomer has registered a specific performance complaint, they must know the 
true cause of the difficulty before determining what service must be provided 
to correct the malfunction. The use of accurate, dependable test equipment 
provides the quickest and surest means of finding out “what” is wrong with 
the power plant’s operation, and exactly “where” the fault lies. 


© ASSURES QUALITY SERVICE 


Most services necessary on today’s high powered vehicles require very careful 
and precise adjustments to restore many critical factors to manufacturer’s 
specifications. Here again, dependable test and service equipment provides the 
facilities necessary for the service man to actually make these adjustments ac- 
curately, conveniently, and in the shortest period of time. 


e® GUARANTEES SATISFACTION 


By incorporating the use of test equipment in every one of your service opera- 
tions, work of the highest quality is assured, thereby, providing the “SATIS- 
FACTION GUARANTEED” type of service that the motoring public demands. 


ONLY SUN GIVES YOU A 
6 POINT PROGRAM FOR 


GUARANTEED 


Yes, only Sun gives you all the “extras” that help 
give you “Satisfaction Guaranteed” with your 
equipment purchase. Those “extras” include your 
nearby Sun representative and his 6-point program. 
Your Sun representative in a way owns his own 
business—a full-line of Sun Equipment—and he 
always has your best interests at heart. As you 
grow, so does he. 

From the selection help you need, right through 
training, and any service needs, he’s available, 
‘johnny-on-the-spot” to give you any assistance. 


Here’s how it works. 


SATISFACTION 


This famous 6-point program is something no other 
equipment manufacturer can match! And it ends 
your worry about who to see once your equipment 
is delivered. Your Sun representative is an expert— 
always available—and can answer your problems. 


And what’s more—just as you get “Satisfaction 
Guaranteed”—so do your customers—from the Ex- 
pert Engine Service you perform with your Sun 
precision Service Equipment. . 


Why not start now to “test—don’t guess” with Sun 
—and there’s no guessing either about the finest 


equipment available . . . that’s Sun, too. 


Sun 
HvCIRONIC ENG 


a 


EQUIPMENT SELECTION HELP 


Your Sun representative will analyze 
your business and your present equip- 
ment to help you determine which 
models best suit your needs. 


EASY PAYMENT PLAN 


Your Sun man has a tailor-made pur- 
chase plan for you. Low down payment 
and convenient terms may be arranged 
so you can enjoy the benefits of your 
equipment immediately. 


DELIVERY and INSTALLATION 


The same Sun man from whom you 
buy your equipment will expedite the 
delivery . . . then help you organize 
the installation in your shop or station 
for the greatest efficiency. 


EQUIPMENT TRAINING 


He’ll train you and your men so that you 
can immediately get the full value from 
your equipment. He'll provide you with 
all the ‘‘know-how” and technical infor- 
mation that will make you a real expert. 


MERCHANDISING AIDS 
You get more than just equipment. Your 
Sun representative has an exciting way 
to boost your service business. He'll help 
you run a Sun Service Clinic which will 
bring new customers into your shop and 
train your men all at the same time. 


SERVICING 


He’ll see to it that your service needs 
are taken care of should minor or 
major repairs become necessary. There 
are over 30 Sun service branches across 
the country —fully staffed and _pre- 
pared to expedite your equipment re- 
pairs so there’s no lost time. 


MODEL EET 820 


(115V Model shown—other 
voltages available for export) 


CONSISTS OF: 


Volt-Dwell Unit................ Model U-82 
Sun ScOpe: #s«caese issu ac Model SS-80 
Tach-Combustion Unit......... Model U-84 
Leakage-Vacuum Tester..... Model LVT-33 
Gdbinet: = : fnasceethiisceamnan ss Model C-32 


Head Frame............ Model EET-820-HF 


This complete engine test and 
service laboratory on wheels will 
make “‘engine service’’ the most 
profitable part of your entire 
service operation. 


Whether problems exist in the 
engine, ignition, fuel, starting or 
charging systems; you get factual 
information quickly and easily. Ap- 
ply all of your valuable time to profit- 
able service work—don’t waste it on 
guessing and hunting. 


Quick Service or Tune-up, detailed 
Trouble Shooting or Quality Con- 
trol, this tester will fill all your en- 
gine service requirements. 


With the 820 you can test any engine 
on the road today regardless of the 
number of cylinders, whether it. is 
2 or 4 cycle, or has a 6, 12, or 24 volt 
electrical system — and important 
too, it tests transistorized or conven- 
tional ignition systems with equal 
ease. 


So easy to use, turns even the most 
difficult service problem into a sim- 
ple job. Provides engine performance 
indications even an apprentice me- 
chanic can interpret. This tester plus 
Sun’s exclusive on-the-job training, 
will make a true expert technician 
out of any good mechanic. 


ACCESSORIES INCLUDED: 

e ILLUSTRATED INSTRUCTION MANUAL 
e EXHAUST CONDENSER AND HOSE 

e ENGINE SPEED CONTROL 

e SOLENOID STARTER SWITCH 

e HIGH TENSION PLIERS 

e TOP DEAD CENTER INDICATOR 

e RESISTANCE TEST CONTACTOR 

e VACUUM FITTING SET 


ELECTRONIC ENGINE TESTER 


VOLT-OHMMETER Designed specifically for automotive serv- 
ice work! Features 3 voltmeter scales and 4 ohmmeter scales. 
Voltage scales range from 0 to 4, 16 and 40 volts . . . Accuracy 
and readability to 5/100: of a volt. Electrical resistance meas- 
urements from fraction of an ohm to 100,000 ohms .. . One 
set of leads and one control operate the Volt-Ohmmeter. Spe- 
cial safety circuit protects ohmmeter should instrument be 
connected to live circuit. 


SUN SCOPE Displays secondary and primary ignition patterns 
independently or simultaneously on a large, easy-eye, edge 
illuminated screen. Viewing surface specially treated and de- 
signed to minimize annoying and distracting light reflections. 
Tests both conventional and transistor ignition systems. Bril- 
liant pattern retains constant width regardless of engine speed. 
Also provides special laboratory type test facilities. 


HIGH TENSION TACHOMETER § Super accurate indications of 
engine speed from 0 to 10,000 RPM . . . Triggered from igni- 
tion system secondary circuit. Applicable to all 2 and 4 cycle, 
single or multi-cylinder spark ignited engines. Expanded 
scale from 400 to 900 RPM provides for super accurate idle 
speed adjustment and cylinder balance tests. 


EIGHT INCH METERS Large... Fully illuminated . . . easy 
to read. Accurate, laboratory type instrumentation. D’Arsonal 
movements with a guaranteed 2% accuracy at full scale 
deflection. 


COMBUSTION EFFICIENCY TESTER Determines over-all fuel 
system condition! Pinpoint checks of carburetor and manifold 
... Indicates accurately, fuel-air mixture throughout operat- 
ing range of engine by analyzing exhaust gases with engine 
running . . . No electrical connection to vehicle, one simple 
control operates tester. 


DWELL-CONDENSER TESTER Distributor breaker point dwell 
indicated on 60° scale for 6 and 8 cylinder engines . . . on 
90° scale for 4 cylinder engines. Special circuitry provides 
accurate dwell readings even with distributor resistance. 


e SPARK PLUG CONNECTOR SET 
e LEADS, HOSES AND ADAPTERS 
e COLORFUL FABRIC BANNER 

e EYE CATCHING ACETATE SIGNS 
e ASSORTED NEWS AD MATS 

e SERVICE CLINIC GUIDE 

e QUICK SERVICE TEST FORMS 
e SERVICE CLINIC TEST FORMS 
e STURDY CLIP BOARD 


TIMING 
ADVANCE 


Condenser tester checks all condensers . . . Performs all 
three tests that determine condenser condition. 


LEAKAGE VACUUM TESTER Increased accuracy of the Sun 
Cylinder Leakage Tester and Vacuum gauge provide the ulti- 
mate in determining engine mechanical condition . . . The 
Cylinder Leakage Tester indicates extent of compression leak- 
age and pinpoints defective rings, intake or exhaust valves, 
head gaskets, cracks and scored walls. The Vacuum Tester 
indicates condition of positive crankcase ventilating systems, 
fuel and booster pumps and vacuum operated accessories. 


TIMING ADVANCE CONTROL New concept in timing lights! 
Makes initial timing a simple but precise operation. Fast, 
accurate measurements of distributor advance operation pos- 
sible at any engine speed. Built-in control and ruggedized 
meter . . . Brilliant flash easily observed even in bright sun- 
light. 


HEADFRAME Sun Scope and Test Instruments are supported 
at an ideal height and angle in the sturdy, formed steel Head- 
frame assembly. Units are independently mounted for con- 
venient accessibility. Finish matches that of cabinet. 


CONTROL PANELS Ideal height and angle for easy control 
operation! Controls and switches are clearly identified. 
“MULTI-PURPOSE” switches allow maximum test facilities 
with minimum number of controls. Test lead connectors are 
keyed to prevent accidental reversal. 


COIL TESTER Accurately tests coils of conventional, tran- 
sistor, and magneto ignition systems. All types of coils can 
be tested without specifications on or off the vehicle. Test 
results are observed on the Sun Scope. 


CABINET Attractive, fully enclosed mobile steel cabinet .. . 
32 inches wide, 36 inches high and 22 inches deep... on 
large, easy rolling casters. Storage space for tools, accessories, 
etc... . Access through large hinged door, blue hammerloid, 
silicon base, baked enamel finish . . . chrome handles and 
cabinet top rubber mat. 


Sia 120 


MODEL EET 720 


(115V Model shown—other 
voltages available for export) 


CONSISTS OF: 


Volt-Dwell Unit............... 
SUN SCOPE un. ces gs amemme 5 ee Model SS-70 
Tach-Combustion Unit ........ 
Leakage-Vacuum Tester..... Model LVT-33 
Cabinet: «ssecceseries eeesaee 


Model U-32 


Model U-34 


Model C-27 
Head Frame.......... Model EET-720-HF 


Ave ELECTRONIC 


The Sun Electronic Engine Testers are designed to pro- 
vide all the information needed for complete engine 
service ... making ownership of a Sun Electronic Engine 
Tester one of the most profitable investments you’ve ever 
made. Whether problems exist in the engine, ignition, 
fuel, starting or charging systems, you get factual infor- 
mation for quick service tune-ups, detailed trouble shoot- 
ing or quality control. 

Sun Electronic Engine Testers can service all types of 
engines of 2 or 4 cycle design, 6, 12 or 24 volt electrical 


SUN SCOPE Provides test facilities for analyzing all 
types of ignition systems problems. Viewing surface of 
easy-eye screen specially treated and designed to mini- 
mize annoying and distracting light reflections. Tests 
both conventional and transistor ignition systems, Bril- 
liant pattern retains constant width regardless of engine 
speed and can be displayed independently or superim- 
posed with just the flick of a switch. 


[2] VOLT-OHMMETER Designed specifically for automotive 

service work! Features 3 voltmeter scales and 4 ohm- 
meter scales. Voltage scales range from 0 to 4, 16 and 
40 volts... Accuracy and readability to 5/100 of a volt. 
Electrical resistance measurements from fraction of an 
ohm to 100,000 ohms . . . One set of leads and one con- 
trol operate the Volt-Ohmmeter. Special safety circuit 
protects ohmmeter should instrument be connected to 
live circuit. 


[3] HIGH TENSION TACHOMETER Super accurate indica- 

tions of engine speed from 0 to 10,000 RPM . .. Trig- 

gered from ignition system secondary circuit. Applicable 

to all 2 and 4 cycle, single or multi-cylinder spark ig- 

nited engines. Expanded scale from 400 to 900 RPM 

provides for super accurate idle speed adjustment and 
cylinder balance tests. 


[4] SIX INCH METERS Large... Fully illuminated . . . 
easy to read. Accurate, laboratory type instrumentation. 
D’Arsonal movements with a guaranteed 2% accuracy 

at full scale deflection. 


[5] COMBUSTION EFFICIENCY TESTER Determines over- 
all fuel system condition! Pinpoint checks of carburetor 
and manifold . . . Indicates accurately, fuel-air mixture 
throughout operating range of engine by analyzing ex- 

haust gases with engine running . . . No electrical con- 

nection to vehicle, one simple control operates tester. 


ACCESSORIES INCLUDED: 

@ ILLUSTRATED INSTRUCTION MANUAL 
@ EXHAUST CONDENSER AND HOSE 

e ENGINE SPEED CONTROL 

@ SOLENOID STARTER SWITCH 

@ HIGH TENSION PLIERS 

e TOP DEAD CENTER INDICATOR 

@ RESISTANCE TEST CONTACTOR 

e VACUUM FITTING SET 


ENGINE TESTERS 


systems, and transistorized as well as conventional igni- 
tion systems. 

Even with the complete test facilities that the Sun 720 
and 320 models offer, they also feature complete ease of 


operation. This is made possible because of only four Sin 320 
electrical test leads, the large easy to read meters, the NCELECTRONIG ENGINE TESTER 


brilliant scope image, convenient overall size and Sun’s (“= ia Fen 
exclusive on-the-job training. Only Sun can offer you 
all of these outstanding features to boost your service 
and profit potential. 


ee 


MODEL EET 320 


(115V Model shown—other 
voltages available for export) 


@ SPARK PLUG CONNECTOR SET OF: 

© LEADS, HOSES. AND. ADAPTERS Se EEE VAT, OFT qatadmeveween ee 
@ COLORFUL FABRIC BANNER 

e EYE CATCHING ACETATE SIGNS Sun Scope.............++--. Model SS-60 
e ASSORTED NEWS AD MATS Tach-Combustion Unit ........ Model U-34 
© SERVICE CLINIC GUIDE Leakage-Vacuum Tester..... Model LVT-33 
@ QUICK SERVICE TEST FORMS : 

e SERVICE CLINIC TEST FORMS Cabinets os :42csieenegees easy Model C-27 
e STURDY CLIP BOARD Head Frame.......... Model EET-320-HF 


Sua TUNE- 


Sun_710 
TUNE-UP TESTER 


MODEL TUT 710 


(115V Model shown—other 
voltages available for export) 


CONSISTS OF: 


Volt-Dwell Unit................ Model U-41 
SU SGOP6 22s 000 60.4 nee Model SS-70 
Tach-Combustion Unit ........ Model U-45 
Leakage-Vacuum Tester..... Model LVT-33 
Rocket Timing Light...... Model RTL-55-2 
Cabinets <i¢ i. ¢eastaagns cts ens Model C-27 
Head Frame........... Model TUT-710-HF 


A Sun Tune-Up Tester will allow you to do an expert 
tune-up job by providing the information needed to 
determine what areas of an engine require service and 
shorten the time required to pin-point the location of 
problems. Valuable time is saved by easing the most 
difficult part of any service job . . . finding the service 
problem. This can be accomplished on all types of en- 
gines, regardless of the number of cylinders, whether 
they are 2 or 4 cycle, or have 6, 12 or 24 volt electrical 


SUN SCOPE Provides test facilities for analyzing all 
types of ignition systems problems. Viewing surface of 
easy-eye screen specially treated and designed to mini- 
mize annoying and distracting light reflections. Tests 
both conventional and transistor ignition systems. Bril- 
liant pattern retains constant width regardless of engine 


posed with. just the flick of a switch. 


[2] HEADFRAME Sun Scope and test instruments are sup- 
ported at an ideal height and angle in the sturdy, 
formed steel Headframe assembly. Units are inde- 
pendently mounted for convenient accessibility. Uni- 
versal type construction allows you to increase test 


matches that of cabinet. 


service work. Contains four scale Voltmeter and dual 
scale Dwell-Meter. Voltmeter scales range from 0 to 4, 
10, 20, and 40 volts. Provides accuracy and readability 
to 5/100 of a volt. Special Secondary Circuit Resist- 
ance Test for pin-point checks of spark plug wires, 
coil wires, distributor caps, etc. Dwell-Meter checks 
distributors for resistance and mechanical condition, 
and indicates breaker point dwell on a 0 to 60 degree 
scale for 6 and 8 cylinder engines and on a 0 to 90 
degree scale for 4 cylinder engines. Special circuitry 
provides accurate dwell readings even with the pres- 
ence of distributor resistance. a 


[4] TACHOMETER-COMBUSTION UNIT Triggered from the 
ignition systems secondary circuit, the Tachometer is 
applicable to all 2 and 4 cycle, single or multi cylin- 
der, spark ignited engines. Extremely sensitive ex- 
panded scale from 400 to 900 RPM allows idle speed 
adjustments and cylinder balance tests. Fulfills engine 


ACCESSORIES INCLUDED: 

e ILLUSTRATED INSTRUCTION MANUAL 
e EXHAUST CONDENSER AND HOSE 

e ENGINE SPEED CONTROL 

e SOLENOID STARTER SWITCH 

e HIGH TENSION PLIERS 

e TOP DEAD CENTER INDICATOR 

e@ RESISTANCE TEST CONTACTOR 

e VACUUM FITTING SET 


speed and can be displayed independently or superim- 


facilities by exchanging instrument panels only. Finish — 


[3] VOLT-DWELL UNIT designed especially for automotive 


UP TESTERS 


systems. Important, too .. . these units will test transis- 
torized as well as conventional types of ignition systems. 
Large as i read meters, a eigen of test connec- 
tions, a brilliant scope image that retains a constant y 
width regardless of engine speed, and convenient over-all — Sin 310 | 
size... these features and many more make these testers BS TUNE-UP TESTER | 
easy to operate. By eliminating wasted time and effort, - | 
a Sun Tune-Up Tester will provide greater profits from = 
your tune-up services. 


mentation. 
'0/ 


MODEL TUT 310 


(115V Model shown—other 
voltages available for export) 


CONSISTS OF: 


e SPARK PLUG CONNECTOR SET Volt-Dwell Unit................ Model U-41 
e LEADS, HOSES AND ADAPTERS Sun Scope...........-.-0055 Model SS-60 


e COLORFUL FABRIC BANNER 


e EYE CATCHING ACETATE SIGNS Tach-Combustion Unit......... Model U-45 
e ASSORTED NEWS AD MATS Leakage-Vacuum Tester..... Model LVT-33 
2 nUlck SERVICE rer FORE Rocket Timing Light...... Model RTL-55-2 
e SERVICE CLINIC TEST FORMS Cabinet...........-- 0: eee eens Model C-27 
e STURDY CLIP BOARD Head Frame........... Model TUT-310-HF 


7) IGNITIC 


Sun Ignition Testers are designed for the diagnosis of 

service problems most common to engine tune-ups. With 
a relatively low investment, your shop can be equipped 

to provide fast and accurate ignition system services. 
Only 3 test connections are required to perform all tests. 
Completely AC powered, all needed accessories included, 
color coded test leads, tests both conventional and tran- 
sistor types of ignition systems, special voltage regulated 
tests circuits providing automatic compensation for line 
voltage variations . . . all these features and many more 


. Sin TOS 4 
; SS" IGNITION TESTER Za 


SUN SCOPE—Provides test facilities for analyzing all 
types of ignition system problems. Viewing surface of — 
easy-eye screen specially treated and designed to — 
minimize annoying and distracting light reflections. — 
Tests both conventional and transistor ignition sys- — 
tems. Brilliant pattern retains constant width regard- 
less of engine speed and can be displayed independ- 
ently or superimposed with just the flick of a switch, 


[2] HEADFRAME — Sun Scope and test instruments are 
supported at an ideal height and angle in the sturdy, 
formed steel Headframe assembly. Units are inde- 
pendently mounted for convenient accessibility. Uni- 
versal type construction allows you to increase test 
facilities by exchanging instrument panels only. Finish 
matches that of cabinet. ; 


[3] SIX INCH METERS — These large, fully illuminated, 
easy to read meters are the finest in the industry. 
Laboratory quality—only with Sun, can you be as- 
sured of getting the latest, most accurate, and the 
finest instrumentation. All meters have D’Arsonval 
movements with a guaranteed 2% accuracy at full 
scale deflection. 


[4] HIGH TENSION TACHOMETER—Provides super accu- 
rate indications of engine speed from 0 to 10,000 
RPM. Triggered from the ignition system secondary 


MODEL IT 705 


(115V Model shown—other 
voltages available for export) 


ACCESSORIES INCLUDED: 


a @ ILLUSTRATED INSTRUCTION MANUAL 
Voltmeter Unit................. Model U-61 e ENGINE SPEED CONTROL 
ee terme mor rear canned eashapaheiutids © SOLENOID STARTER SWITCH 
Tachometer Unit.............. Model U-65 e HIGH TENSION PLIERS 
Cabinet: 2:3 staveed its sescnaas Model C-27 e SPARK PLUG CONNECTOR SET 
Head Frame............. Model IT-7O5-HF e@ RESISTANCE TEST CONTACTOR 


N TESTERS 


provide complete and accurate ignition test facilities with 

simplicity of operation. 1 
As your service business grows from using a Sun Ignition 

Tester, your initial investment is protected. The plan 

ahead design of these testers allow them to be easily 2 


converted to offer even greater testing range and facility. E> 
A Sun Ignition Tester plus Sun’s exclusive on the job oe 
training will provide extra profits by eliminating guess 3 —=|* 
work, attracting new customers, and building genuine Ss 
customer satisfaction. 
A 
5 
6 
F 
MODEL IT 305 
(115V Model shown—other 
voltages available for export) 
® COLORFUL FABRIC BANNER 
@ EYE CATCHING ACETATE SIGNS CONSISTS OF: 
e ASSORTED NEWS AD MATS Voltmeter Unit...........50555- Model U-61 
e SERVICE CLINIC GUIDE Sun Scope......5---++e eee: Model SS-6O 
@ QUICK SERVICE TEST FORMS Tachometer Unit........--.--- Model U-65 
@ SERVICE CLINIC TEST FORMS Crishiets cinnkn sf 4 oounns Shes 5 Model C-27 


e STURDY CLIP BOARD Head Frame.......-.----- Model IT-305-HF 


Sua DISTRIBU 


DISTRIBUTOR 
TESTER | 


MODEL DT 500 


(115V Model shown—other 
voltages available for export) 


CONSISTS OF: 


Tach-Dwell Unit................... Unit 50 
Distributor Drive Unit.............. Unit 51 
Condenser Vacuum Unit........... Unit 52 
Head Frame............ Model DT-500-HF 
Cabinet...................... Model C-27 


DT-500_ 0-3000 RPM 
NT-500-2 0-4000 RPM 


With a Sun Distributor Tester, distributor servicing 
becomes easier and more profitable. A distributor is the 
nerve center of an engine. It must be removed from 
the engine, properly tested and serviced to insure a 
successful engine tune-up. A Sun Distributor Tester 
provides the facilities for testing and servicing all the 
areas of distributor operation. 


Sun Distributor Testers provide endless years of trouble 
free dependable operation to protect your investment. 
They are sturdily constructed of heavy gauge steel and 


[1] TEST SPECIFICATIONS. Tester is equipped with a scroll 
assembly which list important distributor test specifica- 
tions in a manner most convenient for the operator. 
Specifications provided cover approximately a seven 
year period including current year’s production. Unique 
construction permits three minute scroll sheet replace- 
ment. 


SUPER ACCURATE TACHOMETER. Indicates distributor 
speed throughout speed range of distributor drive. 
Tachometer impulses picked up from distributor drive 
resulting in super accurate distributor speed indica- 
tions regardless of distributors electrical condition. 


CONDENSER TESTER. Built in condenser tester of 
model DT-500 provides facilities for thoroughly testing 
ignition condensers. Large meter scale with condenser 
capacity test range of .01 to .50 MFD and features 
easily understood test bands for resistance and insula- 
tion tests. 


[4] VACUUM SUPPLY. Allows complete testing of vacuum 
advance mechanisms. Large vacuum gauge and smooth 
operating vacuum regulator permit accurate applica- 
tions of any desired value up to 21 inches Hg. Gauge 
also indicates millimeters of vacuum for European car 
specifications. Constant duty vacuum pump, powered 
directly from the main drive motor is designed for 
quiet, efficient, trouble free operation. 


SELF-ALIGNING DISTRIBUTOR MOUNT. Rugged cast 


aluminum clamp arms ride on polished steel rails. 
Assures positive alignment of distributor shaft and 
drive chuck. Screw type elevating control conveniently 
adjusts mount for various length distributor shafts. 


EFFICIENT DISTRIBUTOR DRIVE. Heavy duty 14 horse- 
power, constant speed motor and infinitely variable 
distributor drive provide full power at all operating 


Both models include: 
Chuck Wrench 
Spring Tension Gauge 


TOR TESTERS 


cast aluminum and only the finest of electrical compo- 
nents are used. Outstanding features that contribute to 
the accuracy and ease of operation of these testers are: 
AC operated with no automotive batteries to maintain, 
voltage regulated test circuits for maximum accuracy, 
controls centrally located and clearly identified, only 
two test lead connections, complete assortment of oper- 
ating accessories, and many more. A Sun Distributor 
Tester is a valued service tool because of its ability to 
duplicate all operating conditions encountered during 


actual engine operation. 


speeds. Drive operates in either direction of rotation 
at distributor speeds from idle to 3000 RPM with a 
4000 RPM model also available. Dynamically balanced 
drive assembly and high quality universal type 3 jaw 
chuck rotate on ball bearings to assure smooth, quiet 
operation. 


SHARP, BRILLIANT STROBE LIGHT TEST. This accu- 
rately focused light illuminates the rotating arrow with- 
out flutter or smear each time the distributor contacts 
open. Large 12 inch diameter degree ring, graduated in 
divisions of one degree, assures accurate indications of 
distributor cam condition, centrifugal and vacuum 
advance operation, breaker point performance and 
breaker point dwell synchronization. 


PRECISION METERS. Tester equipped with large easy 
to read meter of the highest quality. Accurate, labo- 
ratory type instrumentation. D’Arsonval movements 
with guaranteed 2% accuracy at full scale deflection. 
Meter face layout designed for maximum readability. 


[9| DUAL SCALE DWELL METER. Distributor breaker 

- point dwell indicated on 45 degree scale for distribu- 
tors of 6 and 8 cylinder engines . . . on 90 degree 
scale for distributors of 4 cylinder engines. Special 
distributor resistance band indicates electrical condi- 
tion of distributor. Special circuitry provides accurate 
dwell readings even with the presence of distributor 
resistance. 


CABINET. Attractive, fully enclosed mobile steel cabi- 
“net, 27 inches wide, 36 inches high, and 20 inches 
deep . . . on large, easy rolling casters. Storage space 
for tools, accessories, etc. . . . access through large 
hinged door, blue hammerloid, silicon base, baked 
enamel finish . . . chrome handles and cabinet top 
rubber mat. 


Vacuum Fittings 
Mounting Adapters 
Instruction Manual 


MODEL DT 400 


(115V Model shown—otner 
voltages available for export) 


CONSISTS OF: 


Distributor Drive Unit......-...---- Unit 51 
Tach-Dwell Vacuum Unit.........-- Unit 53 
Head Frame..........-- Model DT-400-HF 
Cabinets isaac cee eam FEES Model C-27 


DT-400 0-3000 RPM 
DT-400-2 0-4000 RPM 
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(115V Model shown—other 
voltages available for export) 


FEATURES ARE: 


Outstanding brilliance and clarity of display. 
Displays ignition patterns in proper firing order, 
individually, or superimposed. 

Displays both secondary and primary ignition 
patterns. 

Tests both conventional and transistor ignition 
systems. 

Pattern display retains constant width regardless 
of engine speed. 

Special pattern pickup device assures accurate 
ignition voltage measurements. 

Easy to read, molded screen graticule. 


TRIGGER PICKUP 


Camzaze-—2w@ 
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Swascores 


Ignition system testing with a Sun Scope 
determines the cause of ignition troubles fast 
and accurately. The scope image displays a 
graph-like picture that represents all phases 
of the ignition cycle. Sun Scope testing pro- 
vides you with a sound basis to write a repair 
order because all of the needed work is based 
on visually proven facts. This allows you to 
perform the service job right the first time, 
making your time more profitable. 


SUN SCOPE 
MODEL SS-80 


The Model SS-80 Sun Scope dis- 
plays secondary and primary igni- 
tion patterns independently or 
simultaneously at the flick of a 
switch. Features a large, easy eye, 
edge illuminated screen. Viewing 
surface specially treated and de- 
signed to minimize annoying and 
distracting light reflections. Pro- 
tective hood also designed to mini- 
mize light reflection and to shade 
the screen for better image con- 
trast. Newly designed cathode ray 
tube offers greater brilliance and 
clarity. The Sun Scope displays a 
graphic type picture of actual igni- 
nition system operation providing 
complete, accurate, and fast diag- 
nosis of existing conditions. 


Two secondary scales —20 KV & 40 KV. 
Two primary scales —40V & 400 volt. 


e Controls provide enlargement of any display for 


more detailed inspection. 


Three separate degree scales measure breaker 
point dwell for 4, 6, or 8 cylinder engines. 


© Only two test lead connections required. 
e Both primary and secondary ignition patterns can 


be displayed simultaneously. 


e Also provides special laboratory type test facilities. 


Complete with all operating accessories. 


MODEL SS-70 


Provides test facilities for analyzing all types 
of ignition system problems. Tests both con- 
ventional and transistor ignition systems. Dis- 
plays secondary and primary ignition patterns 
independently or simultaneously at the flick 
of a switch. Viewing surface of easy eye 
screen specially treated and designed to mini- 
mize annoying distracting light reflections. 
Brilliant pattern retains constant width re- 
gardless of engine speed. Molded graticule 
allows accurate voltage measurements up to 
40 KV and breaker point dwell measurement 
for 4, 6, and 8 cylinder engines. Complete con- 
trol over the pattern waveform size. Equipped 
with special pattern pickup device assures 
accurate ignition voltage measurements. 


MODEL SS-60 


Uniquely designed to provide modern scope 
test facilities with famous Sun Quality at a 
modest investment. Displays ignition patterns 
in proper firing order, individually or super- 
imposed. Has many features of the larger 
scopes: simple to operate, a brilliant pattern 
that retains constant width regardless of en- 
gine speed, non-glare easy eye screen, special 
pattern pickup device and screen graticule 
assures ignition voltage measurements, tests 
both conventional and transistor ignition sys- 
tems. Complete control over the pattern wave- 
form size. A minimum of controls adds to the 


ease of operation of this fine instrument. 
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(115V Model shown—other 
voltages available for export) 
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MODEL BC-160 


The Model BC-160 will fast or slow charge 
all 6 or 12 volt batteries. An outstanding fea- 
ture is Polarity Protection, which is a unique 
device to prevent damage to vehicle compo- 
nents resulting from an incorrect connection 
of the charger leads. This method eliminates 
any electrical sparks that would otherwise be 
present at the battery terminals. An Auto- 
matic Timing Control prevents battery over- 
charge. At completion of a pre-set period of 
fast charge, charge is automatically reduced to 
slow rate. On a continuous duty basis, the BC- 
160 will fast charge 6 volt batteries at 75 am- 
peres, and 12 volt batteries at 50 amperes. 


(115V Models shown—other 
voltages available for export) 


Uh BATTERY 


EFFICIENCY, DEPENDABILITY, LONG-LIVED RUGGEDNESS: — 
these are just a few of the quality features you expect and get 
in Sun’s famous line of Battery Chargers. 

All Sun Battery Chargers are fully protected against severe over- 
load. A Safety Signal is incorporated to alert the operator should 
the charger be overloaded or improperly connected. Full Wave 
Rectification for efficient, low cost operation. A Charge Rate Se- 


e Automatic Overload Protection 

e Reliable Rotary Controls 

e Efficient Booster For Starting Vehicles 
e D’Arsonval Type Meter, Guaranteed Accuracy 
e Low Resistance, Copper Battery Clamps 

e 15 Foot, Three Conductor, Power Cord 


CSS re a 
_=/ SUN 90 
BATTERY CHARGER TESTER 


BATTERY CHARGER TESTER 
MODEL BCT-90 


The Model BCT-90 is specifically engineered 
to meet and exceed the requirements of any 
shop where “Top Notch” Battery Service is an 
important commodity. This unit will deter- 
mine the true condition of any battery by 
performing the famous “Sun Three Minute 
Battery Test.” In addition to the complete 
test facilities incorporated in this fine unit, it 
will fast or slow charge any 6 volt or 12 volt < 
battery. On a continuous duty basis, it will 
charge 6 volt batteries at a rate of 75 amperes 
and 12 volt batteries at a rate of 50 am- 
peres. This high quality charger-tester may 
be mounted on the wall above your present 
battery bench, or may be mounted on the 


attractive battery cabinet illustrated. CABINET 
MODEL C-28 


CHARGERS 


lector provides proper charge rate for any 6 or 12 volt battery. 
Neon type Pilot Light indicates when charger is on. These and 
many other outstanding features of Sun Battery Chargers make 
them a profitable addition to any Service Shop. All chargers are 
constructed of heavy gauge pressed steel, finished in attractive 
acid resistant ‘‘Mico Side’’ silicon baked enamel. Some of the out- 
standing features of models 160 and 140 are listed below. 


Fan Cooled, Full Wave Rectifier 
Unique Safety Signal 

Weather Proof Control Panel Cover 
Variable Charge Rate Selector 

8 Foot, Heavy Duty Charger Cables 
8 Inch Rubber Tired Wheels 


eA 
BATTERY CHARGER 
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MODEL BC-120 


The Model BC-120 is an ultra-efficient, light weight, portable 
charger. The use of Silicon Diodes for full wave rectification, 
combines full power operation with compactness and portability. 
Rated and designed for continuous duty, the unit will charge 6 
volt batteries at rates up to 25 amperes and 12 volt batteries at 
rates up to 15 amperes. As the battery attains full stage of charge, 
the rate of charge diminishes correspondingly. This built-in com- 
pensation automatically prevents battery damage through over- 
charging. 


BATTERY CHARGER 
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MODEL BC-110 


The Model BC-110 features the superior quality engineering, 
_workmanship and materials as the larger models. This lower out- 
_ put charger is ideal for small shop operator or for home use. On a 
continuous duty basis, it will charge 6 volt or 12 volt batteries at 
10 amperes. Its Charge Rate Selector permits the operator to 
_ tailor the charge rate to meet slow charge requirements of various 
size batteries. 


MODEL BC-140 


The Model BC-140 is a continuous duty, fast 
or slow charger. It will fast charge 6 volt bat- 
teries at 50 amperes or 12 volt batteries at 35 
amperes with power to spare. Fan cooled, 
heavy duty rectifier and power supply assures 
long, trouble free, efficient operation. The unit 
incorporates a variable Charge Rate Selector 
to accurately control the output for proper 
charging of various size batteries. The trans- 
parent, hinged cover provides weather protec- 
tion for the control panel. Easy rolling, rubber 
tired wheels, permit charger to be effortlessly 
moved to any part of your shop. 


(115V Models shown—other 
voltages available for export) 
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MODEL BST-11 


Perform battery and complete starter sys- 
tem tests fast and accurately with the Sun 
Model BST-11. This rugged tester is de- 
signed to test the batteries and starting 
systems of passenger cars, trucks, and other 
vehicles using either 6, 12, 24, or 32 volt sys- 
tems. Its heavy duty circuit contains com- 
ponents designed for high temperature oper- 
ation, allowing continuous service without 
loss of accuracy. To simplify voltmeter read- 
ings when making battery tests, the volt- 
meter is marked with a green and red band 
to indicate test results. The ammeter fea- 


TESTER FEATURES: 


e Performs complete battery, starter system tests. 

e 4” precision meters D’Arsonval movements with 
accuracy guaranteed within 2% at full scale 
deflection. 

e Special continuous duty circuitry. 

Battery scale on ammeter. 

e Color coded voltmeter leads. 


visa BATTERY STARTER TESTER 


tures a Battery Ampere-Hour scale, which 
allows battery capacity (load test) to be 
made much faster and more precisely. 


Now you can quickly and accurately prove 
to your customers that your recommenda- 
tions are based on facts. Facts that will 
uncover battery and starting troubles that 
would have otherwise escaped detection. Be 
prepared to capture part of the ever in- 
creasing battery and starter service market. 
Equip your shop with the Sun BST-11 un- 
questionably the finest, easiest to operate, 
battery starting systems tester available. 


One simple, fast battery test procedure. 
Performs free running starter bench tests. 
Low resistant, copper battery clamps. 


Includes convenient, portable test stand with large 
easy rolling casters. 


Ampere range from 0 to 500. 
4 voltmeter ranges, 0 to 4, 8, 16, and 40. 


be NOLT AMPERE TESTERS 


MODEL VAT-20 


The Sun Volt Ampere Tester Model VAT-20 can quickly 
and accurately test all 6-12 volt charging systems with gen- 
erator or alternator output ratings up to 100 amperes. This 
tester provides facilities for testing the entire charging sys- 
tem and all of its components: generators, alternators, cut- 
out relays, voltage regulators, current regulators, field relays, 
load relays, system circuitry, etc. A simplified arrangement 
of leads permit test connections to be made to the vehicle 
quickly and without confusion. Only one standard hook- 
up for all types of systems. Two easy to operate controls 
are used to select all factory recommended test conditions. 
Heavy-duty loading device permits testing of system output 
and current control. Accurately checks double contact volt- 
age regulators. Special Field and Relay Control provides 
complete control of charging systems while testing, and 
checks field and load relays for proper operation. 


SUN HEAVY-DUTY 
VOLT AMPERE TESTER 
MODEL VAT-26 


The Sun Volt Ampere Tester Model VAT-26 provides all 
the outstanding features of the Model VAT-20 and is de- 
signed for increased heavy-duty application. Accurately test 
6, 12, and 24 volt systems with output ratings up to 300 
amperes. Manufacturers recommended test conditions for 
6, 12, and 24 volt heavy-duty voltage regulators accurately 
duplicated by means of 14, 34, 114, and 7 ohm fixed resistors 
incorporated in the tester. Features voltmeter scales of 0 
to 4, 8, 16, and 40 volts. Ammeter is dual range with scales 
of —10 to 0 to 100, and —30 to 0 to 300 amperes. Complete 
with conventional test stand. 
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FEATURES: 


e Large, easy to read, 4” 


meters. 


e D’Arsonval movements with 


accuracy guaranteed within 
2% at full scale deflection. 


Smooth operating, 0 to 100 
ohm Field and Relay Control 
permits accurate testing of 
doubled contact regulators. 


e Voltage regulatortests stand- 


ardized with 14 ohm fixed 
resistance method. 


fet) AnD REL 


© One simple test procedure 


for most passenger cars and 
light truck systems. 


e Ammeter range: —10 to 0 


to 100 amperes. 


e Three voltmeter scales: 0 to 


2, 8, and 16 volts. 


e Complete with convenient 


test stand with large easy 
rolling casters. 


Sum PORTABLE TESTERS 


ELECTRONIC 

COMBUSTION CYLINDER 

EFFICIENCY LEAKAGE ie 
TESTER TESTER 


MODEL CET-220 


Accurately indicates air- 
fuel ratios of gasoline, 
propane and butane burn- 
ing engines directly on a 
meter. No guesswork — 
you know exactly what the 
carburetor is doing at all 
times. 


6 and 12 volt powered. 


MODEL CLT-228 


The ultimate in determin- 
ing combustion chamber 
conditions without disas- 
sembly of the engine. 
This instrument will ac- 
curately indicate combus- 
tion chamber leakage and 
pinpoints location of all 
leaks. 


MODEL EDT-214 


Unique in operation, this 
accurate instrument will 
measure distributor ad- 
vance mechanism opera- 
tion at any reasonable 
speed without removing 
the distributor from the 
engine. It also provides a 
quick, convenient means 
of testing or adjusting 
initial ignition timing. 

6 and 12 volt powered. 


COIL CIRCUIT TACH-DWELL CONDENSER 
TSR TESTER RESISTANCE 
MODEL CCT-222 MODEL TDT-12 TESTER 


Highly accurate meter 
type instrument quickly 
indicates ignition coil 
condition ‘‘on’’ or ‘‘off'’ 
the vehicle. Tests both 
primary and secondary 
windings for opens, 
shorts, grounds and 
insulation breakdown. 
Equipped with ohmmeter 
scale for measuring re- 
sistance value of suppres- 
sor resistors, spark plugs, 
and other ignition system 
components. 


6 and 12 volt powered. 


VACUUM PRESSURE 
TESTER 
MODEL VPT-212 


Accurately measures the 
Manifold Vacuum and 
provides a means of de- 
termining over-all engine 
operating efficiency, con- 
dition of positive crank- 
case ventilating systems, 
fuel and booster pumps, 
and other vacuum op- 
erated accessories. 


This instrument will read 
engine speed or distrib- 
utor point dwell. Two 
dwell scales, and rpm 
ranges of 0 to 1000, 0 
to 5000 and 0 to 10,000 
are provided on one 
meter. 

The TDT-12 is a_ self- 
contained unit featuring 
transistorized circuitry, 
and uses standard size, 
dry type batteries. The 
tester is applicable to 4, 
6 and 8 cylinder engines 
equipped with 6, 12 and 
24 volt ignition systems. 


VOLTS-IGNITION 
TESTER 
MODEL VIT-218 


A meter type ignition sys- 
tem efficiency tester. De- 
signed for rapid, accurate 
tests of ignition system 
operation and circuit 
voltage tests. Features 8 
volt and 16 volt scale 
ranges. 


MODEL CRT-224 


Completely tests all types 
of ignition condensers, in- 
cluding those from mag- 
netos. All tests performed 
in the vehicle or on the 
bench with equal ease. 
Through two ohmmeter 
scales, facilities for test- 
ing condition, and con- 
tinuity of ignition parts 
and other electrical sys- 
tem components, are also 
provided. 


6 and 12 volt powered. 
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CABINET AND HEADFRAME 
FOR PORTABLE TESTERS 


Have your testers always ready for instant use by mounting 
them on a cabinet and headframe. The cabinet illustrated, 
is an attractive, welded steel, fully enclosed mobile unit. It 
measures 27 inches wide, 36 inches high and 20 inches deep 
and provides an abundance of storage space for tools, acces- 
sories and small parts. Storage space is accessible through 
a large, hinged door. 


The headframe shown, will conveniently mount as many as 
four of the portable units illustrated on this page. Testers 
are positioned at just the right angle for easy viewing of test 
readings. Both cabinet and headframe are finished in blue, 
silicon base Hammerloid, baked enamel. Cabinet is complete 
with chrome plated handles and rubber top mat. 


Headframe—Model TUT-200-HF 
Cabinet—Model C-27 


SUA UMING LIGHTS 


The unanimous choice of the industry, hundreds of thousands of Sun Lights are in world- 
wide use. Check these quality features and you'll see why ‘‘Sun’’ Timing Lights are 
unmatched for long lived accuracy and dependability. 


ROCKET TIMING LIGHT 
Model RTL-55-2 


Completely AC powered, unquestionably the finest, 
handiest, most dependable timing light available. As 
reliable as the electric power in your shop. Just plug it 
in, push a button, and it’s ready to “freeze” the timing 
mark with an intense blue-white beam. Magnifying lens pro- 

tected by a pliable neoprene guard. Sturdy, shatterproof 
“Fiberite” case eliminates all possibilities of electric shock. 
Equipped with a 6 foot trigger lead and 10 foot power cord. In- 
cludes pick-up adapter #5961. 


RTL-55-2—115V 50/60 CYCLE AC 
RTL-55-3—230V 50/60 CYCLE AC 


POWER TIMING 
LIGHT 
Model PTL-45 


Long recognized as the most reliable DC 
powered ignition timing light available. 
Performance tests proved over 14 million con- 
secutive flashes without a sign of failure or 
breakdown. Automatic voltage selection permits 

light to be operated from either 6 or 12 volts. Clearly 
illuminates timing marks outdoors as well as indoors. 
Durable shock proof case of “Fiberite” is virtually inde- 
structible. Recessed magnifying lens is protected by a 
pliable guard. Includes pick-up adapter #5961. 


PTL-45 _ 5 Foot Leads 
PTL-45-1 2000 10 Foot Leads 


UNIVERSAL COMPRESSION 
TESTER 
Model UCT-48 
Makes fast, accurate compression tests on all popular engines. 
Particularly suited for testing those engines having spark plug 
openings that are ordinarily hard to reach. 


FEATURES: 214” gauge, accurate to 2% of full scale. Scale range 0-250 p.s.i. 
in 5 Ib. increments. Convenient thumb operated control—push down to 
“crank,” push up to “vent.” Quick disconnect fitting provides positive leak- 
proof connection between adapter and tester. 


INCLUDES: 
Standard 14MM Adapter and hose #5652-7 
Standard 18MM Adapter and hose #5653-7 
Special Long Reach 14MM Adapter and hose #5995 


Combustion-Vacuum Panel Unit 


# 810-6 
FOR CLAYTON DYNAMOMETERS 


The Vacuum gauge in addition to 
indicating the degree of manifold 
vacuum also shows the degree of 
throttle opening which compares 
present engine condition to known 
“cruising load” standards. 


The Combustion-Efficiency Tester 
measures and interprets air-fuel 
mixture by continuously sampling 
exhaust gas. Propane, Butane as 
well as gasoline fueled vehicles can 
be tested. In addition to the per- 
centage of combustion efficiency 
the air-fuel ratio is also shown. An 
efficient, two unit exhaust conden- 
ser (ECD) designed especially for 
dynamometer operation is provided. 
Operates on either 6 or 12 volts. 


INCLUDES: 


Dual exhaust condenser Model 
ECD-1i 
Exhaust pickup hose #669-14 


Tach-Dwell Panel Unit 
# 820 


FOR CLAYTON DYNAMOMETERS 


Accurate knowledge of engine 
speed is essential for setting idle 
speeds for carburetion and ignition, 
as well as intermediate speeds for 
adjustment of distributor timing 
advance, transmission governors 
and voltage regulators. The Tach- 
ometer has a low scale of 0 to 1,000 
r.p.m., and a high scale of 0 to 5,000 
r.p.m., for accurate indication of 
engine speed. 

The Dwell meter indicates up to 
50° of dwell and four, six and eight 
lobe distributors can be accom- 
modated. 


UNIT 820, 6 & 12 volt, 4, 6 and 8 
cylinders. 


Leakage Vacuum Tester 
MODEL LVT-33 


The Sun Leakage Vacuum 
Tester provides test facilities for 
quick service engine testing and 
determining combustion chamber 
and cylinder conditions without 
disassembly of the engine. The 
Cylinder Leakage Tester is a 
highly accurate instrument that 
indicates the exact extent of com- 
pression leakage, whether it is 
due to defective rings, valves, 
head gaskets, cracks in the cyl- 
inder or cylinder head. The Cyl- 
inder Leakage Tester controls a 
supply of compressed air to an 
engine cylinder, then accurately 
measures the percentage of leak- 
age from the cylinder. 

The other fine instrument is the 
Vacuum Tester. It provides an 
accurate means of determining 
overall engine operating effi- 
ciency, the condition of PCV 
systems, fuel and booster pumps, 
and other vacuum operated ac- 
cessories. 


(Also available with Metric Scale) 


Volt-Ampere Tester 
MODEL VAT-60 


For 6 and 12V Charging System Tests 


Designed especially for the more 
experienced automotive electrician. 
This volt-ampere tester quickly 
and with a minimum of connec- 
tions permits testing of the more 
common passenger car and light 
truck regulators. 


The VAT-60 has 2% accuracy 
meters. The voltmeter scale ranges 
are 0-4, 0-8, and 0-16 volts in .1 
volt steps. The ammeter scale 
range is 10-0-75 amperes in 2 am- 
pere steps. 


Twin Vacuum Tester | 
MODEL TVT-31 


The TVT-31 is a must for check- 
ing vehicles equipped with smog 
control devices requiring the si- 
multaneous measurement of two 
vacuum values. The relationship 
of distributor and manifold vac- 
uum is a very critical adjustment 
on these specially equipped ve- 
hicles. Accurate measurements 
are a necessity for making proper 
adjustments to the carburetor 
and vacuum control valves. Like 
all Sun Equipment, this tester is 
designed to do the job more 
quickly and efficiently. Besides 
the dual application, all conven- 
tional vacuum tests can be per- 
formed with this unit. 


Adjustable damper controls built 
into this tester allow more ac- 
curate testing and prevent exces- 
sive needle fluctuation. Features 
easy-to-read colored dials with a 
range of 0 to 24 inches. Equipped 
with a pair of 10’ hoses. 


Sun Strobotach 
MODEL SX-111 


This portable instrument electroni- 
cally “freezes” rotating or oscillat- 
ing motion, and accurately meas- 
ures RPM or frequency. Combining 
a stroboscope and an_ indicating 
tachometer in a simple to operate 
unit, the Sun Strobotach will freeze 
motion and accurately indicate 
speed. Easy-to-read 4” meter is 
accurate to within 2%. This light 
weight, portable unit operates from 
any 6 or 12 volt DC source. 


Portable Tune-Up Tester Case 
MODEL. PTUT-C 


Fully protected, your tune-up in- 
struments are always ready for 
instant use when mounted in this 
sturdy carrying case. One to four 
Sun tune-up instruments are con- 
tained securely with abundant ad- 
ditional space for leads, accessories, 
small tools, ete. 


(Testers shown are not included) 


Fuel Pump Tester 
MODEL FPT-4 


Unsurpassed for conveniently mak- 
ing fuel pump tests in a minimum 
period of time. Tests both fuel 
pump pressure and delivery vol- 
ume. Extreme accuracy assured 
through use of laboratory type 
gauge (1% tolerance) and unique 
method of connecting gauge at 
carburetor level. Gauge reads from 
0 to 10 psi and is equipped with a 
zero calibrator accessible from out- 
side the instrument. 


INCLUDES: 


Graduated Container 
#671-201 
Adapters 

Female Male 


7/16"x24 #4615-A & #4616-A 
1/2”x20 #4612-A & #4617 

9/16”x20 #4615-1A & #4616-1A 
5/8”x18 #4615-3A & #4616-2A 


Hose Type Connection 
#4615-2A & #115-008 


Portable Speed Indicator 
MODEL PSI-1 


Whenever RPM or linear motion 
must be measured, the Sun Model 
PSI supplies the answers quickly, 
conveniently and accurately. Com- 
pletely self-contained, the Portable 
Speed Indicator weighs just 8% 
pounds. Precision dual scale meter 
features ranges of 0-1000 and 0- 
6000 RPM or Ft/Min. Attractive 
case measures 4” x 5” x 9”, and 
includes #4700-A Ft/Min. adapter 
(disc) and #4701-A RPM adapter 
(cone) 


a 


International Harvester Chevrolet 
4643 1700-A 


Studebaker ‘ Over Drive 
3326 overnor Adapter 
1422-A 


Cadillac 
3767 


Chuck Wrench 
1336 


Chevy II 
3767-002 Corvair 
3767-001 


E 


Corvair, IH, Studebaker 
Renault 3127-2 


Battery-Starter Tester 
MODEL Y-20 


Tests battery capacity and condi- 
tion in less than 30 seconds—meas- 
ures starting motor efficiency with- 
out disconnecting any of the vehi- 
cles wires or cables—picks out bad 
cables and connections right on the 
vehicle. Ammeter scale 0 to 600 
amperes, and three voltage ranges 
0-5, 0-15 and 0-50 volts. The Y-20 
includes special adapters for both 
conventional and military water- 
proofed battery-starter systems. 


Portable Tachometer 


Laboratory accuracy in a portable 
piece of equipment. Fine precision 
D’Arsonval meter, accurate to with- 
in 1%. Mirror arc on the meter dial 
eliminates parallax error. Sturdy 
enough for regular shop use. 
FOR 6 AND 12 VOLT SYSTEMS 
4, 6 AND 8 CYLINDER ENGINES 
PT-2 0-2000 in 25 RPM increments 
PT-3 0-3000 in 50 RPM increments 
PT-4 0-4000 in 50 RPM increments 
4 AND 6 CYLINDER ENGINES 
PT-12 ee in 10 RPM increments 
0-5000 in 50 RPM increments 
8 CYLINDER ENGINES 
PT-13 1-100 in 10 RPM increments 
0-5000 in 50 RPM increments 
Tachometer Model PTT-16 has 
same features and accuracy as 
the PT Series listed above, except 
that it incorporates a newly de- 
veloped transistorized circuit. 


FOR 6, 12 AND 24 VOLT SYSTEMS 
4, 6 AND 8 CYLINDER ENGINES 
ptt-16 {09-1000 in 20 RPM increments 

0-6000 in 100 RPM increments 


Exhaust Condenser 
MODEL EC-2 


Efficient water condensing is ac- 
complished by the use of coiled 
copper tubing. The unit rests on 
the floor where cool air hastens 
the cooling of the exhaust sam- 
ple, quickly condensing and trap- 
ping the moisture. Standard type 
water trap is easily disassembled 
for cleaning. Complete with 40 
inch flexible, stainless steel gas 
pickup tube. 


High Tension Pliers 
# 2-1028 


Just the thing for connecting or 
disconnecting spark plug wires with 
the engine running. Sturdily con- 
structed, completely shock proof. 


Spark Plug Connectors 
#2661-1 


Spark plug connectors make it easy 
to connect timing light and other 
testers to spark plugs where rubber 
boots or molded neoprene terminal 
covers are used. 


Auxiliary Exhaust Condenser 
MODEL EC-3 


For Dynamometer use and for 
extended periods of testing, it is 
recommended that a model EC-3 
be used in addition to the EC-2. 
This unit is similar to, and has 
the same features as the model 
EC-2. Instead of a flexible metal 
gas pickup tube, the EC-3 is 
equipped with a 27” length of 
neoprene hose permitting it to 
be connected between the EC-2 
and the combustion testing in- 
strument. 


Engine Speed Control 
#4354 


A great time saver in tune-ups. 
Control the engine r.p.m. from un- 
der the hood without disturbing 
the idle speed screw. 


Pick-Up Extension Lead 
#3932 


For easy connection to normally 
inaccessible spark plug wires. 


Dual Exhaust Condenser 
MODEL ECD-1 


For Dynamometer use, this set 
of exhaust condensers is highly 
recommended. The set consists 
of one Model EC-2, one Model 
EC-3, a 40 inch length of flexible, 
stainless steel tubing and a 27 
inch length of neoprene hose. 


Compression Tester Adapter 
#5995A 


Special long reach 14mm adapter 
required for testing engines such as 
Chevrolet 348 cu. in. Fits all models 
Sun Universal Compression Tester. 


Chrysler Adapter 
#2484-A 


Designed for making test connec- 
tions to spark plugs quick and con- 
venient on engines where spark 
plugs are located in wells in the 
cylinder head. Snaps easily into 
place between spark plug and wire. 


Regulator Service Kit 
#5963 


Complete Service Kit for all popu- 
lar types of Voltage Regulators 
and Relays. Flat air gap gauges, 
only %” wide, have rounded edges 
to eliminate the possibility of nicks 
and burrs. High quality, swiss cut 
and riffler files for reconditioning 
contact points. Two universal type 
bending tools for spring tension 
adjustments. All components con- 
tained in durable, plastic case. 


Includes: 

#4 Riffler File #671-111 
#6 Swiss File #671-112 
Bending Tool #3142-1 
Bending Tool #£3142-2 
.010” Gauge #2965 

.015” Gauge #2965-1 
.020” Gauge 2965-2 
.032” Gauge #2965-3 
.035” Gauge 2965-4 
.040” Gauge #2965-5 
.048” Gauge 72965-6 
.050” Gauge #£2965-7 
.060” Gauge #£2965-8 
.070” Gauge #2965-9 
.075” Gauge #2965-10 
.084” Gauge #2965-11 
.067” Gauge #£2965-12 


Top Dead Center Indicator Kit 
#120-129 


A handy accessory to your Sun 
Cylinder Leakage Tester. Helps 
you to quickly locate piston at top 
dead center in cylinder. Graduated 
for 6 and 8-cylinder engines. 


Resistance Test Contactor 
#4344 


For making various ignition sys- 
tem tests, this accessory permits 
making electrical contact to rub- 
ber or neoprene shielded spark 
plug terminals without damage 
to insulation. 


Transistor Regulator Tester 
MODEL TRT-12 


The Sun Transistor Regulator 
Tester will accurately test all 6 
and 12 volt transistor regulators. 


Transistor regulators can be 
tested on the vehicle or on the 
bench, without disturbing the 
balance of the charging system. 
Ideal for presetting adjustable 
regulators before installation. 


Five adapters, to match the vari- 
ous transistor regulators, are in- 
cluded to allow error free con- 
nections to the regulator. The 
unit is equipped with an accu- 
rate, easy-to-read 4 inch meter, 
and is powered by 115 V. 60 
Cycle AC. 


Pick Up Transformer Adapter 
#5961 


This adapter provides a conven- 
ient means of connecting into the 
ignition secondary circuit at the 
distributor cap for operating Ig- 
nition Scopes, Tachometers and 
Timing Lights. This makes it un- 
necessary to make connection at 
spark plug terminals which are 
inaccessible on some vehicles. 


Lucas Coil Tower Adapter 
#6005-065 


The Lucas Adapter is designed 
to facilitate easy connection of a 
Sun Scope Pattern Pickup to the 
tower of Lucas Ignition Coils. 
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Ignition Simulator 
MODEL IS 


The ideal device for demonstrat- 
ing and teaching ignition system 
operations. Includes all main 
components of a 12 volt ignition 
system mounted on a convenient 
steel panel, and can be mounted 
and driven in any Sun Distribu- 
tor Tester. 


Simulator Drive 
MODEL SD 
The SD is a compact, self con- 
tained power supply and _ vari- 
able-speed drive unit powered by 
a Y, H.P. electric motor. It oper- 

ates on 115 V. 60 Cycle AC. 


(Other voltages available for Export) 


Cylinder Leakage Tester 
Adapter 
#5997A 


Special long reach 14mm adapter, 
required for testing engines such as 
Chevrolet 348 cu. in. Fits all models 
Sun Cylinder Leakage Tester. 


Solenoid Starter Switch 
#1438-2 


This switch provides a convenient 
means to operate the cranking mo- 
tor from the engine compartment 
of the vehicle. Saves hundreds of 
needless steps each day. 


Battery Charger 
MODEL FBC-20 
A high performance fast battery 
charger designed for fast or slow 
charging of 6, 12 or 24 volt bat- 
teries. Portable, the FBC-20 can be 
used anywhere 115V, 60 cycle A. C. 
power is available. Its 480 square 
inches of selenium plates which 
provide this charger with its ex- 
ceptionally high operating efficiency 

are cooled by motor driven fan. 
The charger has an initial top 
charging rate (tapering as the bat- 
tery approaches charge) of over 75 
amperes for both 6 and 12 volt bat- 
teries, and over 40 amperes for 24 
volt batteries. 


Model FBC-22 230V 50/60 Cycle Single 
Phase AC an 


Tach-Dwell Tester 


MODEL TDT-11 


The Sun Model TDT-11 con- 
sists of a Dwell Tester and a 
Tachometer. These two precision 
4” meters operate simultaneously 
and use just one pair of test leads. 
The Dwell Meter features two 
scale ranges; 0 to 60 degrees for 
6 and 8 cylinder dwell measure- 
ments, and 0 to 90 degrees for 4 
cylinder engines. Accurate en- 
gine speed measurements are 
indicated on a three-scale T'ach- 
ometer covering speed ranges of 
0 to 1000, 0 to 5000, and 0 to 
10,000 rpm. 

The TDT-11 is a self-contained, 
battery powered unit featuring 
transistorized circuitry. It uses 
standard size, dry type batteries, 
readily available in all localities. 
The tester is applicable to 4, 6 
and 8 cylinder engines equipped 
with 6, 12 or 24 volt ignition 
systems. 


Alternator-Rectifier Tester 
MODEL ART-30-1 


Test automotive type alternators 
with external rectifiers right on 
the vehicle with the Model ART- 
30-1, designed for accurate test- 
ing of 6, 12, 24, and 32 volt, three 
phase systems under load and 
no-load conditions. Simple-to-use 
tester features a 4” dual range 
AC Voltmeter with scales of 0-20 
and 0-40 volts, and a 0 to 100 ohm 
variable Load Relay Control. 
Test leads, being 8’ in length per- 
mit ease of testing on all vehicles. 


Vacuum Tester 
MODEL VT-37 


The VT-37 is an accurate instru- 
ment that provides facilities for 
measuring manifold vacuum, fuel 
pump vacuum, booster pump 
vacuum, etc. The Bourdon type 
gauge accurately measures vac- 
uum through a range of 0 to 24” 


Battery Post Adapter 
MODEL BPA-1 


The Sun Battery Post Adapter 
provides the only simple means 
of connecting a Volts Ampere 
Tester into any AC or DC charg- 
ing circuit to quickly and accu- 
rately perform all factory recom- 
mended charging systems tests. 


Generator Field Ammeter 
MODEL GFA-232 

For quick, accurate tests of gener- 
ator field coils the GFA-232 is un- 
surpassed. Precision 4” meter with 
scale range of 5-0-5 amperes. Scale 
is graduated in 1/10 ampere incre- 
ments for easy reading. 


Compression Tester 
MODEL PA-38 


For fast accurate compression tests 
on most engines where spark plug 
openings are readily accessible and 
no special adapters or fittings are 
required. Self-locking swivel stem 
rotates through 360 degrees, two 
and one-half inch gauge accurately 
reads from 0 to 250 psi. 


Spring Tension Gauge 
#2-1892 


With proper point spring tension 
so vital to proper ignition system 
operation, it is a must that this fac- 
tor is tested on every distributor 
being serviced. The Sun #2-1892 
accurately measures spring tension 
values up to 40 ounces. Designed 
for speedy application, it will meas- 
ure tension in either a “push” or 
“pull” direction. 


Voltmeter 
MODEL V 


Scale Ranges: 0-3 and 0-15 Volts 


The electrician’s standby, the port- 
able voltmeter. No shop can afford 
to be without one. Note that the 
Sun Model V is specially designed 
for automotive work, with a six foot 
test lead and pointed corrosion re- 
sistant contact prods. 


Fixed Resistors 


Sturdy, fixed value resistors which 
make possible precise tests and 
calibration of various types of volt- 
age regulator units when used in 
conjunction with a volts-ampere 
tester. 


Model RES-1, %4 ohm 
Model RES-24, 4, 34, 14,7 ohm 


Oil Pressure Tester 
MODEL 0-1 

An accurate pressure gauge for 
testing oil pressure of engines using 
a dash indicating light and for 
verifying accuracy of dash instru- 
ments. Meets requirements for test- 
ing automatic transmission opera- 
tion. 

High grade Bourdon tube mecha- 
nism. Easy to read, 2%” dial. Pres- 
sure readings from 0 to 200 PSI. 


Ohmmeter 
MODEL OM-2 


A fine, general utility ohmmeter 
designed specifically for the spe- 
cialized needs of automotive 
service. Highly accurate, this 
ohmmeter provides three scale 
ranges of 0-100, 0-1000 and 
0-100,000 ohms to completely fill 
the testing requirements of all 
automotive electrical systems. 
Equipped with an easy-to-read 
6” meter and 60” test leads, this 
unit is contained in an attractive 
formed steel case with hinged 
cover, measuring just 10”x8”x 4”. 
This ohmmeter is a necessity in 
any shop offering automotive 
electrical service. 


Rectifier Diode Testers 
MODELS RDT-10 AND 11 


Sun Rectifier Diode Testers pro- 
vide complete, easy-to-use facili- 
ties for testing plate or diode type 
rectifiers. They will test diodes 
“in” or “out” of the alternator 
and immediately indicate 
whether the diodes are good, 
open, shorted, or have excessive 
reverse leakage. Equipped with 
40 inch test leads and 6 foot 3 
conductor power cords, these 
testers operate on standard 115 V 
AC power. 


(Other voltages available for Export) 


Model RDT-11 


Model RDT-10 


Battery Cell Tester | 
MODEL CT-230 


The CT-230 is a compact, simple 
to use tester for measuring and 
comparing individual cell voltages 
of automotive type batteries. This 
tester fully meets the requirements 
for making a “Light Load” type of 
battery test as recommended by a 
leading battery manufacturer. Pre- 
cision, D’Arsonval type meter indi- 
cates cell voltages with extreme 
accuracy. Scale range from 1.4 to 
2.3 volts with test range expanded 
to permit readings to 1/100 of a 
volt. Mounted in an attractive steel 
case, this tester is equipped with 
40” test leads. 


Unit Head Frame 
MODEL UHF 


The Unit Head Frame will accept 
many of Sun’s standard instru- 
ment units such as the unit U-15, 
U-25, U-20, U-40, U-60, and U- 
80. It contains a transformer and 
switch, and is ideal for mounting 
the Coil-Condenser unit Model 
60 for bench testing of coils and 
condensers. 


UHF 115V 50/60 Cycle 


(Other voltages available for Export) 


Manometer 
MODEL M-640 


This fine instrument provides facilities for making 
extremely accurate vacuum measurements in the range 
required for testing the operation of Loadomatic type 
distributors. Easy to mount on your present Engine 
Tester, Distributor Tester or Tune Up Tester. Ex- 
panded scale, 0 to 6.1” Hg. is graduated to 1/100 inch 
divisions. (Also available with Metric Scale) 

Includes: ““T” Fitting #4438-A. Adapter #115-7. 96” 
Flexible Hose #669-129. 6” Flexible Hose (2) #669-115. 


Bosch Adapter Kit 
MODEL B A K 


The BAK provides easy connection to German Bosch 
Ignition Systems such as used on Volkswagen, Mercedes- 
Benz, German Ford, etc. The adapters and connectors are 
used to connect the Sun Scope, Electronic Distributor 
Tester, Timing Light or Volts-Ignition Tester to spark 
plug wire. The kit consists of: 


Pick-Up Transformer Adapter—No. 5961-2 
Spark Plug Connectors—No. 36761A 
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Distributor Specification Scroll and Rolls 


#2-2005 


Complete Distributor Test Speci- 
fications in scroll form. Specifica- 
tions scroll provides at least 6 years 
coverage, including current model 
year. Scroll is pre-wound on sturdy 
rolls for cartridge-like installation 
on scroll assemblies of Sun Dis- 
tributor Testers. 


Vacuum Fitting Set 
MODEL 671-701 


This ‘set contains vacuum fittings and bushings that 
include all. popularly needed thread sizes: 


115-1 Vac. Fitting 4%” NPT 823-1 Bushing 14” to 44” NPT 
115-2 Vac. Fitting %6” x 24 823-2 Bushing 3%” to 14” NPT 
115-3 Vac. Fitting 3%” x 24 669-148 6” Hose 

115-4 Vac. Fitting 46” x 24 2894-A Tee Connector 

115-5 Vac. Fitting 4” x 20 


Primary Pick-Up 
#2-134-218 


An accessory for picking up and 
transmitting’ primary electrical sig- 
nals to the Sun Scope. Pick-up 
leads are 10’ in length. 


3’ High Tension Test Lead 
2-133-42 


18” Jumper Lead 
2-133-15 
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Armature Tester 
MODEL AT-76 


Test all automotive and motor- 
cycle type generator and start- 
ing motor armatures for grounds, 
shorts and continuity. This 
growler type tester features a coil 
output comparison meter with 
adjustable sensitivity for ex- 
tremely accurate tests of indi- 
vidual armature windings and 
connections. Completely safe con- 
tinuity test circuit with neon in- 
dicator light and 24” test leads; 
also tests for grounds and con- 
tinuity of field coils, relays, regu- 
lator circuits and other electrical 
components. Tester operates on 
115 V 50/60 AC power. 


(Other voltages available for Export) 


Coil Terminal Test Lead 
#2-134-15 
This test lead provides a con- 
venient means of making connec- 
tions to the secondary windings 
of ignition coils for various bench 
tests. 


Generator Field and Relay 
Controls 
MODELS GFC AND GFC-2 


Sturdy, taper wound variable re- 
sistance units. Designed for infi- 
nite control of Generator Field 
strength and Electro- Magnetic 
Relay operation. Features over- 
load protection devices and five 
foot test leads. 


Model GFE 46 ohm _— 100 Watt 
Model GFC-2 100 ohm 150 Watt 
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Distributor Pulse Amplifier 
MODEL DPA 


ak 


The accessory you need to test Delcotronic distributors 
on your Sun Distributor Tester. This transistorized 
amplifier provides the means to trigger the distributor 
tester tachometer and flash tube. 


Sun Load Bank 
MODEL SLB 


Used to dissipate the output of generators or alter- 
nators, test power supplies and discharge batteries 
at a controlled rate. 

Designed to continually dissipate any load from 0 
to 100 amperes at 15 volts AC or DC. Load controlled 
through the use of five toggle switches and a 0 to 10 
ampere rheostat. ; 


Portable Test Stand 


MODEL PTS-2 Diesel Adapter Kit 


MODEL DAK 
Protect your portable test equip- 
ment and keep it always handy 
on a Sun Portable Test Stand. 
This sturdy chromeplated stand 
supports testers in the ideal posi- 
tion for easy reading of the 
instruments. The stand will 
mount one large or up to three 
small testers. Features large, 
smooth rolling casters. 


For getting the true facts concerning cylinder, piston 
ring and valve condition of diesel engines, this set of 
universal adapters can be used with any Sun Cylinder 
Leakage Tester. Adapters included are compatible to 
practically all motive type diesel engines. All fittings 
and adapters are conveniently contained in a sturdy, 
formed steel case. 


Alternator Generator 


Adapters Automotive Training Course 
MODELS AGA-1 AND AGA-2 Charts 
The Sun Alternator Generator MODEL ATCC 


Adapters provide a safe, easy- 
to-use mounting for alternators 
on all Sun Generator Regulator 
Testers. The alternator is easily 
mounted in the same manner as 


The model ATCC provides a 
complete guide for conducting a 
course in Automotive Engine 
in the vehicle without any ab- Testing. The course of instruc- 
normal strain being put on the tion is divided into eight, easy- 
alternator. to-follow, sessions devoted to’ the 
five areas essential to the per- 
formance, economical operation 
and dependability of the automo- 
tive power plant. This material 
may be used to form the nucleus 
of an Automotive Tune-Up Pro- 
gram, or as a supplement to an 
existing Automotive Mechanics 
Training Course for High 
Schools, Vocational, Trade and 
Service Schools. 

The ATCC includes a complete, 
eight section chart set consisting 
of 113 charts measuring 25” x 
36”; and a complete, eight section 
Instructor’s Guide which is fur- 
nished in an attractive, durable, 
plastic coated, 3 ring binder. 
Also available;—Sturdy, all steel 
chart stand, as shown with charts. 
Chart Stand only, order #2500- 
159. 


Model AGA-1 for Testers GRT 30/35 
and GRT-70 


Model AGA-2 for Testers GRT-100 
and GRT-125 


MERCHANDISING and SERVICE AIDS 


— sciaiian >] For Peak ENGINE PERFORMANCE /[ 


Attractive, white fabric banner ——, FIFI TRONIC = 
with brilliant blue and red letter- 


ing announces to your custom- DEPENDABLE 

ers that you provide top quality 

Tune-up and Engine Service. ECONOMICAL = 
This durable banner measures QUICK SERVICE 


three feet by eight feet, and can 
be used either inside or outside of 
your shop. 


TRANSPARENT SIGN 
693-565 


This four-color sign, printed on heavy gauge, 
clear acetate, is designed primarily as a 
window display. It can also be mounted 
anywhere in your shop to indicate that you 
use the finest in test and service equipment. 
Measures 30” x 36”, and utilizes pressure- 
sensitive adhesive, top and bottom, for easy 
mounting. 


SUN SPECIFICATION SERVICE 
MODEL SSS 
Passenger car Tune-Up Specifications 
at your finger tips. For your conven- 
ience, tune-up and engine adjustment 
data printed on sturdy, wear-resistant 
cards. Each 8%” x 11” card provides 
specifications for one particular make 
and model. Sturdy, hinged cover, steel 
cabinet contains over 350 individual 
cards covering current models and four 
previous years. Cabinet measures 12% 
x 10 x 15 inches, and is finished in at- 
tractive blue enamel. 


PROVEN RESULTS! 


OWNERS’ EXPECTATIONS EXCEEDED 
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SERVICE AND TRAINING AROUND THE WORLD 


Atlanta Region 


3426 Browns Mill Road S.E. 


Atlanta, Georgia 30315 


Boston Region 
1193 N. Main St. 
Randolph, Mass. 02368 


Buffalo Region 
9700 Main St. 


Chicago Region ' 
Harlem and Avondale 
Chicago, Illinois 60631 


Cincinnati Region 
6871 Main St. 
Cincinnati, Ohio 45244 


Cleveland Region 
9301 Garfield Blvd. 


Denver Region 
1388 S. Broadway 
Denver, Colo. 80210 


Detroit Region 
12742 W. Chicago Avenue 
Detroit, Mich. 48228 


Fort Worth Region 
1821 N. Beckley Ave. 


Kansas City Region 
4010 Truman Road 
Kansas City, Mo. 64127 


Los Angeles Region 
5255 S. Atlantic Blvd. 
Maywood, Calif. 90270 


Memphis Region 
497 N. Hollywood 


Minneapolis Region 
1821 Glenwood Ave. 
Minneapolis, Minn. 55405 


New Orleans Region 
3400 Hessmer Ave. 
Metairie, La. 70002 


New York Region 
58 Liberty Street 


Omaha Region 
4010 Truman Road 
Kansas City, Mo. 64127 


Orlando Region 


SALES 
REGION 


@ SALES 


SALES AND SERVICE BRANCHES 


Winegaard and Lancaster Road 


Orlando, Florida 


Philadelphia Region 
2520 Wyandotte Road 


L 
REPRESENTATIVE 


Pittsburgh Region 
7407 Irvine St. 
Pittsburgh, Pa. 15218 


Portland Region — 
7008 N. Interstate 
Portland, Oreg. 97217 


Salt Lake Region 
335 W. 1700 South 


Salt Lake City, Utah 84115 


St. Louis Region 


Clarence, N.Y. 14031 Cleveland, Ohio 44125 Dallas, Texas 75208 Memphis, Tenn. 38112 Passaic, N.Y. 07055 Willow Grove, Pa. 19090 


563 North and South Blvd. 
University City, Mo. 63124 


Milwaukee Region 
16057 W. National Ave. 
New Berlin, Wis. 53151 


Phoenix Region 
1326 N. 21st Ave. 
Phoenix, Ariz. 85006 


Charlotte Region 
3426 Browns Mill Road, S.E. 
Atlanta, Georgia 30315. 


Dallas Region 
1821 N. Beckley Ave. 
Dallas, Texas 75208 . 


Oakland Region 
1946 Republic Ave. 
San Leandro, Calif. 


Wash, D.C. Region 
5708 B Frederick Ave. 
Rockville, Md. 20852 


Indianapolis Region 
4970 W. 10th St. 
Indianapolis, Ind. 46224 


INTERNATIONAL OPERATIONS DIVISION 


ENGLAND 

Suntester Limited 

Rippleside Commercial Estate 
Ripple Road 

Barking, Essex 


BRAZIL 

Sun Electric do Brasil 
Comercio E Industria Ltda. 
Rua Silva Bueno 999 

Sao Paulo 


MEXICO 

Sun Electric de Mexico S.A., de C.V. 
Ave. de la Paz 36-A 

Villa A. Obregon 

Mexico 20, D.F. 


NETHERLANDS 

Sun Electric (Nederland) N.V. 
Pilotenstraat 20 

Amsterdam W, 

Phone: 156781 


VENEZUELA 

Sun Electric S. A. 

Edificio Lepanto-Calle Don Juan 
Bajos de Tele Norma 

Colinas de Bello Monte 
Caracas, Venezuela 


AUTHORIZED DISTRIBUTORS IN ALL PRINCIPAL COUNTRIES 


Uke ELECTRIC CORPORATION 


Manufacturers of Sun Automotive, Aircraft, Electrical and Electronic Testing Equipment 
Factory and Executive Offices Harlem and Avondale, Chicago, Illinois GO0631, U.S.A. 
Cable Address: Suntester Phone: NEwcastle 1-GOOO Area Code 312 


693-574 PRINTED IN U.S.A. 


